Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 STATE 130838 

15 

ORIGIN OC-06 

INEO OCT-01 CCO-00 ADP-00 /007 R 

DRAETED BY OC/ S: DDEVAUGHN: RR 
7/3/73 EXT 22013 

APPROVED BY A/ OC: WENAEHER 
A/ OC- EUR: RRCRAIN 

122156 

R 032341 ZJUL 73 
EM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
INEO AMEMBASSY BONN 

UNCLAS STATE 130838 

BONN EOR RCO 

E. 0.11652: N/A 

TAGS: ACOM 

SUBJ: AIR CONDITIONING 

REF: LONDON 7566 

1. EDWARDS ENGINEERING SHIPPED NEW TRANSFORMER lULY 2 VIA 
AIR. ADVISE RECEIPT AND INSTALLATION. 

2. RETURN DEFECTIVE TRANSFORMER TO DEPARTMENT, OC/ S. 

3. REF MARATHON A/ H MOTORS BEING DELAYED DUE CONTROVERSY 
CONCERNING RESPONSIBILITY. ANTICIPATE RECEIVING TWO NEW 
MOTORS SHORTLY. WILL TRANSHIP. ASSUME PRESENT MOTOR 
OPERATING ON 230 VOLTS. CONFIRM. RUSH 



UNCLASSIFIED 
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*** Current Handling Restrictions *** n/a 
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*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 30838 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DDEVAUGHN: RR 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730764/aaaajwoj.tel 
Line Count: 53 
Locator: TEXT ON-LINE 
Office: ORIGIN OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 LONDON 7566 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-Aug-2001 by bryansd0>; APPROVED <09-0ct-2001 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 98031 0 
Subject: AIR CONDITIONING 
TAGS: ACOM, UK, ACOM 
To: LONDON 
Type: TE 
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